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falendar No., 2296. 


497 CONGRESS, 
tin §, R. 102. 


IN THE SENATE OF THE UNITED STATES. 
FEBRUARY 7, 1887. 


Mr. CALL (by request) introduced the following joint resolution; which was read 
twice and referred to the Committee on Epidemic Diseases. 


FEBRUARY 22, 1887. 


Reported by Mr. HARris with amendments, viz: Insert the part printed in 
italics. 


JOINT RESOLUTION 


Kstablishing a national quarantine station near Key West, Florida. 

i: Resolved by the Senate and House of Representatives 
of the United States of America in Congress assembled, 
That the Secretary of the Treasury be, and he is hereby, au- 
thorized, on the recommendation of the Supervising Surgeon- 
General of the Marine Hospital Service, to select a site on 
one of the islands near Key West, Florida, and cause to be 
erected thereon suitable buildings, appliances, and approaches — 


for a quarantine hospital, plans for the same to be approved 
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by the said Supervising Surgeon-General. The said quaran- 
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tine hospital shall be under the direction of the Supervising 
11 Surgeon-General, under authority of the national quarantine 
| * 


12 act of April twenty-ninth, eighteen hundred and seventy-eight, 
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JOINT RESOLUTION 


Establishing a national quarantine station near 
Key West, Florida. 


i8t7—FEBRUARY 7.— Read twice and referred to the Com- 
mittee on Epidemic Diseases. 
FEBRUARY 22.—Reported with amendments. 


